microfim-veronica-romero@archive.org,open D:\Images\_incoming\populationsc18000035unit\populationsc18000035unit.idf,8/9/2010 7:51:30 PM
microfim-veronica-romero@archive.org,exit,8/9/2010 7:57:09 PM
unknown (batch),open D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 9:38:14 PM
unknown (batch),processing started,8/9/2010 9:38:15 PM
unknown,processing stopped,8/9/2010 9:43:17 PM
unknown,close D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 9:43:19 PM
unknown,open D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 10:00:03 PM
unknown,close D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 10:00:22 PM
unknown,open D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 11:37:40 PM
unknown,close D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/9/2010 11:37:53 PM
unknown (batch),open D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/10/2010 1:24:55 AM
unknown (batch),processing started,8/10/2010 1:24:56 AM
unknown,processing stopped,8/10/2010 1:39:07 AM
unknown,close D:\images\populationsc18000035unit\populationsc18000035unit.qpf,8/10/2010 1:39:07 AM
